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NOTIFICATIONS BY GOVERNMENT 


WATER RESOURCES DEPARTMENT 

( SER - II ) 


RETIREMENT 


OF 


CERTAIN 


CHIEF 


ENGINEERS , 


SUPERINTENDING 


ENGINEERS AND EXECUTIVE ENGINEERS DURING THE CALENDAR 


YEAR 2022 . 


[ G.O.Rt.No.619 , Water Resources ( Ser - II ) , 14th December , 2021. ] 


NOTIFICATION 


The officers working in Water Resources Department whose names are 
indicated in the Annexure to this order will be retire from service on attaining 
the age of superannuation on the dates noted against their names during the 
Calendar Year 2022. Their retirement from service , without prejudice to the 
disciplinary cases / enquiries if any , pending against them and also subject to 
the condition that such disciplinary proceedings shall continue against them 
under Article 351 - A of Andhra Pradesh Pension Code / Rule 9 ( 2 ) of Andhra 
Pradesh Revised Pension Rules , 1980 even after their retirement . 


Dr. K.S. JAWAHAR REDDY , 
Special Chief Secretary to Government . 
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ANNEXURE to G.O.Rt. No.619 , Water Resources ( Ser - II ) Department , 
dated : 14.12.2021 . 


Name of the Engineer 


SI . 
No 


Designation / Present 
Place of Working 


Date of 
Birth 


Date of 
Retirement 


( i ) 


( ii ) 


( iii ) 


( iv ) 


( v ) 


CHIEF ENGINEERS 


1 


G.B.SURESH KUMAR 


10.01.1962 


31.01.2022 


Chief Technical 
Examiner , Water 
Resources Department , 
A.P.Secretariat . 


N 


13.03.1962 


31.03.2022 


R.MURALINADH 
REDDY 


Chief Engineer 
( Projects ) Kurnool 


3 


31.03.1962 


31.03.2022 


K.SRAVAN KUMAR 
REDDY 


Chief Engineer 
( Projects ) Kadapa 


4 


B. SUDHAKAR BABU 


04.05.1962 


31.05.2022 


Chief Engineer , 
Polavaram Irrigation 
Project ( Head Works ) 
Polavaram 


5 


V.SREEDHAR 


20.06.1962 


30.06.2022 


Chief engineer , CTO , 
Vigilance Commission , 
A.P. Secretariat , 
Vijayawada 


6 


R.SATISH KUMAR 


22.06.1962 


30.06.2022 


Chief Engineer , Quality 
Control Wing for Andhra 
Region and APERL , 
Vijayawada 


7 


K.VARADA RAJU 


25.07.1962 


31.07.2022 


Chief Engineer , Human 
Resources Development , 
Vijayawada 


8 


C.NARAYANA REDDY 


25.07.1962 


31.07.2022 


Chief Engineer , Krishna 
Delta System , 
Vijayawada 


9 


K.SRINIVAS 


29.09.1962 


30.09.2022 


Chief Engineer , Central 
Designs Organization , 
Vijayawada 


SUPERINTENDING ENGINEERS 


1 


K.HARI NARAYANA 
REDDY 


14.01.1962 


31.01.2022 


Superintending 
Engineer , SSLC & SB 
Circle , Nellore 


2 


K.SRINIVASA RAO 


02.03.1962 


31.03.2022 


Superintending 
Engineer , 
( Supernumerary ) 
Neeru - Pragathi , Eluru 


3 


M.SRINIVASA 
CHAKRAVARTHY 


14.06.1962 


30.06.2022 


Superintending 
Engineer , Quality 
Control And Quality 
Assurance Circle , Nuzvid 
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4 


01.07.1962 


30.06.2022 


M. SRINIVASULU 
REDDY 


Superintending 
Engineer , T.G.P. Circle , 
Nandyal 


5 


01.07.1962 


30.06.2022 


B.S.SAI SRINIVASA 
YADAV 


Superintending 
Engineer , Polavaram 
Irrigation Project Left 
Main Canal Circle , Tuni . 


6 


M.VENKATARAMANA 


01.07.1962 


30.06.2022 


Superintending 
Engineer , D & QC 
KCCMP , Kadapa 


7 


N.RAM BABU 


10.07.1962 


31.07.2022 


Superintending 
Engineer , Irrigation 
Circle , Bobbili 


00 


8 


G.V.TIRUMALA RAJU 


31.07.1962 


31.07.2022 


Superintending 
Engineer , Junior CTE , AP 
Secretariat , Velagapudi 


9 


V.SAI RAM PRASAD 


01.08.1962 


31.07.2022 


Superintending 
Engineer , P & M Cell , 0/0 
ENC ( Admn ) , 
Vijayawada 


10 


K.RAVI 


09.08.1962 


31.08.2022 


Superintending 
Engineer , Hydrology , 
Vijayawada . 


11 


K.SURYA KUMAR 


22.08.1962 


31.08.2022 


Superintending 
Engineer , Irrigation 
Circle , Visakhapatnam 


12 


02.09.1962 


30.09.2022 


R.VENKATESWARA 
PRAKASH 


Superintending 
Engineer , KRMB , 
Hyderabad On 
Deputation 


13 


N.PULLA RAO 


08.11.1962 


30.11.2022 


Superintending 
Engineer , APILIP , CADA , 
Vijayawada 


EXECUTIVE ENGINEERS 


1 


P.SURESH BABU 


07.01.1962 


31.01.2022 


Executive Engineer , 
N.S.Division , Gudur of 
Irrigation Circle Nellore 


2 


15.01.1962 


31.01.2022 


R.RAMACHANDRA 
PRASAD 


Deputy Chief Engineer 
O / o Chief Engineer , 
( Projects ) Irrigation 
Kadapa 


3 


20.02.1962 


28.02.2022 


D.GANGADHARA 
REDDY 


Deputy Superintending 
Engineer O / o Dam 
Maintenance Circle 
NSRSP Srisailam Dam 
East 


4 


K.LASHMI REDDY 


06.03.1962 


31.03.2022 


Executive Engineer , 
Irrigation Division , 
Ongole Of Irrigation 
Circle Ongole 
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5 


M.MURALI KRISHNA 


28.03.1962 


31.03.2022 


Deputy Superintending 
Engineer O / O AVR HNSS 
Circle No.1 , Kurnool 


6 


Y.GURU PRASAD 


01.04.1962 


31.03.2022 


Executive Engineer , 
PIPRMC Division - 4 , 
Eluru of Polavaram 
Irrigation Project Right 
Main Canal Circle , Eluru 


7 


Y.KRISHNAIAH 


01.04.1962 


31.03.2022 


Executive Engineer , 
Chintalapudi LIS 
Division - 1 , Jangareddy 
Gudem Of Pulichinthala 
Project Circle , 
Visannapet 


8 


G.PURUSHOTHAM 


20.04.1962 


30.04.2022 


Executive Engineer , 
HNSS . Division - IV , 
Kurnool of AVR HNSS 
Circle No.1 Kurnool 


9 


A.VISHNUMOHANA 
RAO 


24.04.1962 


30.04.2022 


Executive Engineer , 
Drainage Division , 
Repalli of Irrigation 
Circle Guntur 


10 


P.V.BALAJI RAO 


01.05.1962 


30.04.2022 


11 


D.V.RAMA GOPAL 


Executive Engineer , TGP 
Division , Porumamilla of 
NTR Telugu Ganga 
Project Circle Kadapa 
Executive Engineer , 
Y.I.Division , 
Peddapuram of 
Irrigation Circle , 
Dowlaiswaram 


01.05.1962 


30.04.2022 


12 


N.MADHAVA RAO 


04.05.1962 


31.05.2022 


Executive Engineer , 
SRBC Division - I , CADA , 
Nandyal of SRBC Circle 
1 Nandyal 


13 


05.05.1962 


31.05.2022 


A.CHENGAIAH KUMAR Executive Engineer , 

SRBC Division - III , 
Nandyal of SRBC Circle 
1 Nandyal 


14 


D.RAMESH BABU 


14.05.1962 


31.05.2022 


Executive Engineer , 
HNSS Division NO - VIII , 
Penugonda of AVR HNSS 
Circle.No.2 , Ananthapur 


15 


B.KRISHNA MURTHY 


15.05.1962 31 


31.05.2022 


Deputy Superintending 
Engineer , O / o Irrigation 
Circle , Kadapa 


16 


V.RAVINDRANATH 
REDDY 


20.05.1962 


31.05.2022 


Executive Engineer , 
RSTL Division , Kadapa 
of Chief Engineer , QC 
Wing Coastal Region & 
APERL , Dowalaiswaram 
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17 


T.SURESH BABU 


21.05.1962 


31.05.2022 


Executive Engineer , 
Gauging Division , 
Guntur of Hydrology 
Project Circle , 
Vijayawada 


18 


V. SRINIVASA REDDY 


22.05.1962 


31.05.2022 


Deputy Superintending 
Engineer , Irrigation 
Circle Kurnool 


19 


26.05.1962 


31.05.2022 


N.RAMAKRISHNA 
YADAV 


Deputy Superintending 
Engineer , Irrigation 
Circle , Ananthapur 


20 


Y. SATYA SRINIVAS 


29.05.1962 31.05.2022 


Executive Engineer , 
Planning , Dowlaiswaram 
of Chief Engineer , 
Polavaram Irrigation 
Project , Dowlaiswaram 


21 


P.RAVI KUMAR 


30.05.1962 


31.05.2022 


Executive Engineer , TGP 
QC & I Division , Kadapa 
of Chief Engineer , 
( Projects ) Irrigation 
Kadapa 


22 


01.06.1962 


31.05.2022 


R.N.SATYANARAYANA 
PPA 


Executive Engineer , 
GNSS Division No.IV , 
Jammalamadugu of 
Construction Circle No.3 
Kadapa 


23 


01.06.1962 


31.05.2022 


K.VENKATARAMANA 
REDDY 


Executive Engineer , 
IB.Division , Penugonda 
of Irrigation Circle 
Ananthapuramu 


24 


01.06.1962 


31.05.2022 


M.VENKATA MOHANA 
MURTHY 


Executive Engineer , HLC 
Division , 
Ananthapuramu of TBP 
HLC Circle 
Ananthapuramu 


25 


V.PRABHAKAR 


01.06.1962 


31.05.2022 


Executive Engineer , 
Investigation Division , 
Cumbum of Construction 
Circle Ongole 


26 


01.06.1962 


31.05.2022 


S.MURALI MOHAN 
RAJU 


Deputy Director ( M ) , 
Vijayawada of Chief 
Engineer , Medium & 
Minor Irrigation , 
Vijayawada 


06.06.1962 


30.06.2022 


27 A.MURALI KRISHANA 

REDDY 


Executive Engineer , 
P.P.Division No.I , 
Vijayawada of 
Pulichinthala Project 
Circle , Visannapet 
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N.MANOHAR RAJU 


08.06.1962 


30.06.2022 


Executive Engineer , TGP 
Distributory Division , 
Nandyal of Telugu 
Ganga Project Circle 
Nandyal 


29 


R.SYAM PRASAD 


15.06.1962 


30.06.2022 


Executive engineer , 
P.P.Division.II , 
Jaggaiahpet of 
Pulichinthala Project 
Circle , Visannapet 


30 


A.BABU RAO 


15.06.1962 


30.06.2022 


Executive Engineer , 
Hydrology 
Division ( VIII ) , 
Vijayawada of Chief 
Engineer , Central 
Designs Organization , 
Vijayawada 


31 


M.S.S.RAVI BABU 


18.06.1962 


30.06.2022 


Executive Engineer , 
G.C.Division , 
Dowlaiswaram of 
Irrigation Circle , 
Dowlaiswaram 


32 


19.06.1962 


30.06.2022 


K. SUBHASH 
CHANDRA REDDY 


Deputy Superintending 
Engineer , SRBC Circle - 2 
Nandyal 


33 B.THIRUPALAIAH 


01.07.1962 


30.06.2022 


Executive Engineer , 
Spl.Division , 
Markapuram of 
Irrigation Circle Ongole 


34 


N.SRIKANTH 


01.07.1962 


30.06.2022 


Executive Engineer , 
Canals III ( EE - IV ) , 
Vijayawada of Chief 
Engineer , Central 
Designs Organization , 
Vijayawada 


35 


SYED . ILYAS BASHA 


01.07.1962 


30.06.2022 


Executive Engineer , 
GNSS Division No.VI , 
Pulivendula of 
Construction Circle No.3 
Kadapa 


36 


01.07.1962 


30.06.2022 


K. VENKATA SIVA 
REDDY 


Executive Engineer , TGP 
Division , Badvel Of NTR 
Telugu Ganga Project 
Circle Kadapa 


37 


M.A.C. VENKATAIAH 


01.07.1962 


30.06.2022 


Deputy Superintending 
Engineer , SKD GNSS 
Circle Kadapa 


38 


A.VENKATARAMAIAH 


01.07.1962 


30.06.2022 


Executive Engineer , 
P.P.Division.No.III , 
Vijayawada Of 
Pulichinthala Project 
Circle , Visannapet 
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39 


M.J.RAJASEKHAR 


01.07.1962 


30.06.2022 


Executive Engineer , M.I. 
Division , Nandyal of 
Irrigation Circle kurnool 


40 


M.C.REDDAIAH RAJU 


01.07.1962 


30.06.2022 


Deputy Chief Engineer 
O / o Chief Engineer , 
Telugu Ganga Project 
Tirupati 


41 


M.SUBBA RAO 


31.07.2022 


Executive Engineer -VII , 09.07.1962 
Dam Safety Division , 
Vijayawada of Chief 
Engineer , Central 
Designs Organization , 
Vijayawada 


42 P.ADI REDDY 


26.07.1962 


31.07.2022 


Executive Engineer , 
PIP.H.W. Division - I , 
Polavaram of Polavaram 
Irrigation Project Head 
Works Circle , 
Dowlaiswaram 


43 


01.08.1962 


31.07.2022 


S.VENKATA 
RAMANAIAH 


Executive Engineer , 
Dam Division , NSRSP , 
Srisailam Dam East of 
Dam Maintenance Circle 
NSRSP Srisailam Dam 
East 


44 


P.RAJANNA NAIDU 


31.08.2022 


Executive Engineer , AVR 06.08.1962 
HNSS Division - XI , 
KADIRI of HNSS Circle 
III Madanapalli 


45 


K.KUMARA SWAMY 


09.08.1962 


31.08.2022 


Executive Engineer , RW 
& M Division , Kadapa of 
Irrigation Circle Guntur 


46 


P.PURUSHOTHAM 


10.08.1962 


31.08.2022 


Executive Engineer , TGP 
Division , Nandyal of 
Telugu Ganga Project 
Circle Nandyal 


47 


N.SRINIVAS 


14.08.1962 


31.08.2022 


Executive Engineer , 
VKMN J.R.P.Division , 
Parvathipurm of 
Irrigation Circle , Bobbili 


48 


V.CHANDRA SEKHAR 


20.08.1962 


31.08.2022 


Deputy Chief Engineer , 
0 / o Chief Engineer , 
Krishna Delta System , 
Vijayawada 
Executive Engineer , 
GBC Division , Guntakal 
of TBP HLC Circle , 
Ananthapuramu 


49 


K.SRINIVASULU 


21.10.1962 


31.10.2022 
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50 


31.10.2022 


B. MADHUSUDHANA 
REDDY 


Executive Engineer , YSR 01.11.1962 
Veligallu Balancing 
Reservoir Project 
Division , Kadapa of 
Irrigation Circle , Kadapa 


51 


AM.BHUPAL REDDY 


29.11.1962 


30.11.2022 


Deputy Chief Engineer 
0/0 Chief Engineer 
( Projects ) Irrigation , 
Kurnool 


52 


N.KONDAIAH 


05.12.1962 


31.12.2022 


Executive Engineer - II , 
Vijayawada 0/0 
Engineer - in - Chief , 
Irrigation , Vijayawada 


53 


D.SUGUNA PAUL 


20.12.1962 


31.12.2022 


Deputy Superintending 
Engineer 0/0 
Construction Circle No 
3 , Kadapa 


1 


54 


Y.VENKATA RAMANA 


01.01.1963 


31.12.2022 


Deputy Chief Engineer , 
O / o Chief Engineer 
Polavaram Irrigation 
Project , Dowlaiswaram 


Dr. K.S. JAWAHAR REDDY , 
Special Chief Secretary to Government . 
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